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No non-compliant items identified during this inspection. 

Inspection and exit interview were conducted with facility representative. 


Prepared By: 


AARON RHYNER, D V M 



AARON RHYNER, VMO USDA, APHIS, Animal Care 

VETERINARY MEDICAL OFFICER Inspector 6077 



Date: 

Mar-11-2016 


Title: 


Page 1 of 1 


Date: 

Mar-11-2016 








